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Description 
Energy Attenuating 
Conversion 


Box Part Number j BX110 
| Dimension! 24.5 x 6.5 x 24 5 


Other Packaging | 
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Packaging Instructions and Decal Placement 


DSI 9419-011 
Wrap the kit in foam and place in box. Strap the box and apply Dart logo tape. Apply label D2729-3 as per, 
instructions in QSI 014. 
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